THE DIRECTOR OF CENTRAL INTELLIGENCE 


WASHINGTON, D. C. 20505 


Office of Legislative Counsel 


OL Wee 0605/b 
d 0 FEB 1978 


Mr. Walter J. McDonald 

Principal Deputy Assistant Secretary 
for International Affairs 

Department of Energy 

2000 M Street, N.W., Room 2104 

Washington, D.C. 20461 


Dear Walt: 


We have received the attached request for information 
concerning the Department of Energy from the House Permanent 
Select Committee on Intelligence. 


We would appreciate your responding directly to the Committee 
on this and are informing them that this is the intended pegeedus ee. 
Please send a copy of your response to this office. 
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Acting’ Legislative Counsel 
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